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r*t »mr *r ?*r- <ra trl wfr 5“ fwW fats hjj s^xr ttensre $ ^ if- 

xm art rnS 

Separate Paging is given to this Part in order that it may be field aa a 

separate compilation 

TTfa^T IT^T^TT 
TT 3 . 63/(fr t^r)/92-97 
^ f??"fr, 21 apT^, 1992 

faqr:—-frofoerram nrfn, 1992-93 % srm % wf^f^ 

T^ff in fra 1 

^ TTr^: ft *fr/4/s( 298)/92-97 :—fa«T fa-SI RDT ^rfaf, J 9&2-97 

% TTrura 22 t wpm: «j*iw *rnr, rkt, srrw, *fvrsRj, 
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svfeftqtr f^r 'Tar, appft, afir ^ *tgt fafir fawft fad, 

3T srotV f sera fa vfi smnra, wntm tt frrauTrrpR sjsft ’w«rrr ^ ?frf?r 3> fatfr 
htteii'T tptt f^s ?mr % fan trnj fafa irpjfT snr fafarfar 5fi i 

2- fcfar *rfa£ aftthr (<frfa fafar) nfar t*fa*r xwx, w-tt % wfaffat 
T^rf m ’TrTRr fair Firsfar *p fatfar *pt % “wRtrfap ^Tfa'Frr’ ’ rut % srewpr 

(1) WX?, STRF. fasTR 3ffT. jfwVFw fwr *Wm WTcT frWR, %Tfw sfrt 

tPfTcITu fa^FT ffTO RFR.-TI RTFT fr^JFT sfft fafEf ^fart i!TTT; sjV. 

(2) W-FfT TT?R ^nTRPC TRT FEW TFct sfalfaf? W4T JFjTfaFT TqYpirFTfa 

^ <wr % tfarFfi 3fR rOT sm fa^r ^r tott t i 

3. a 'Ilf. faiffa WiRT fafa 1992-9 7 % Warm-15 % SFmfa WPTTrr q?r 
faWRY ^<tf; ^ #TT-T—2, ^oT~^T 3 Sdift *n| fifojrffalfr *faf (wfa 3,4 sffx 

s t 4 rrfafafa fi rirffat) fsrffar sfar fafa *kt wrmwf 4ft fatfr set arn 

wra, xmrrrr vrrsfar % mmtf 3>rv i 


4. ifa ftfaim ft 5fTfi fotrr srrm \ i 

f r. str . fa?rr, wfafar, fafa ^nrn: 

MINISTRY OF COMMERCE 
PUBLIC N07ICE NO. 63-(PN)i92-97 
New Delhi, the 21st October, 1992 

Subject : Impoit w spares of life saving equipment under the E.*nort and Import 
Policy, 1992-97. 

File No. tPC|lj4(298) 92-97.—As per Paragraph 22 of the Export and 
Import, Policy, 1992-97, Capital Goods, raw materials, intermediates, compo¬ 
nent, aormmnbles, spares, parts, accessories, instruments and other goods may 
be imported without any restriction except to the extent such imports are regulat¬ 
ed by tire Negative last of Imports or any provision of the su'd Polio)' or any 
other lav/ for the lime being in force. 

2. Spates ol' life saving equipment including Printed Circuit Goads (PCR;-). 
can bo imported freely without a licence by (i) research and development units 
recognised by the Depactment of Science & Technology, Government of India 
or the Department of Scientific & Industrial Research, Government of India, 
and (ii) Scientific or Research Laboratories, institutions of higher education and 
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hospitals recognised by the Central or State Government, subject to “Actual 
User" condition. 


3. The import of Printed Circuit Boards appearing in Section F-Electronic 
items, Part-11, of the Negative Inst of Imports under Chapter XV of the Export 
and Import Policy, 1992-97, by other category of importer would, however, 
require a licence. 

4. Thb issues in public interest. 

D, R. MEHTA. Director General of Foreign Trade. 
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